Plotter Supplies Price List and 
Ordering Information 




HEWLETT 

PACKARD 


Prices effective September I 3 1983 


HP 7470 2-pen Graphics Plotter 
HP 7475 6-pen Graphics Plotter 


Plotter Pens 



- 



Description 

HP Part No. 

Price 

HP 7475 

HP 7470 

Fiber-tip Pens 




j 

Single-color pack (5 pens/package) 





0.3 mm, black 

5060-6787 1 



• 

* 

0.7 mm, black 

5060-6890 



• 

* 

0.3 mm, red 

5060-6784 



* 

« 

0.7 mm, red 

5060-6893 

L 


• 

* 

0.3 mm, green 

5060-6786 

r 


* 

* 

0.7 mm, green 

5060-6892 



* 

« 

0.3 mm, blue 

5060-6785 



• 

• 

0.7 mm, blue 

5060-6891 j 



• 

* 

Four-color pack (4 pens/package) 

** 





0.3 mm, 1 each black, red, green, blue 

5060-6810 



• 

« 

0.7 mm, 1 each black, red, green, blue 

5060-6858 



• 

a- 

Six-color pack (6 pens/package) 





0.3 mm, 1 each burnt orange, lime green, 

'i 





gold, turquoise, violet, brown 

5060-6894 



* 

• 

0.7 mm, 1 each burnt orange, lime green, 






gold, turquoise, violet, brown 

5060-6895 



m 

• 

Overhead Transparency Pens 





Single-color pack (5 pens/package) 

-v 




0.3 mm, black 

5061-5010 



* 

• 

0.6 mm, black 

5061-5020 



• 

» 

0.3 mm, red 

5061-5012 



* 

« 

0.6 mm, red 

5061-5022 

I* 


* 

• 

0.3 mm, green 

5061-5015 



• 

« 

0.6 mm, green 

5061-5025 



• 

* 

0.3 mm, blue 

5061-5016 



• 

• 

0.6 mm, blue 

5061-5026 j 



• 

* 

Four-color pack (4 pens/package) 





0.3 mm, 1 each black, red, green, blue 

5060-6818 ' 



• 

• 

0.6 mm, I each black, red, green, blue 

5060-6819 



• 

• 

0.3 mm, 1 each black, orange, brown, violet 

5060-6834 



• 

* 

0.6 mm, 1 each black, orange, brown, violet 

5060-6835 - 



• 

* 


Indicates availability lor this model 





































Paper and Transparency Film 
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Description 

HP Part No. 

Price 

HP 7475 

■■ . - 

HP 7470 

Blank Plotter Paper 





A size ( 8 ¥2 X 11 in.) 50 sheet package 

9280-0589 


• 

» 

300 sheet package 

9280-0517 


• 

» 

E size (11 X 17 in.) 50 sheet package 

9280-0014 


* 

N/A 

300 sheet package 

9280-0518 


* 

N/A 

A4 size (210 X 297 mm) 50 sheet package 

9280-0588 


• 

« 

300 sheet package 

9280-0519 


N/A 

N/A 

A3 size (297 X 4-20 mm) 50 sheet package 

9280-0615 


• 

N/A 

300 sheet package 

9280-0610 


« 

N/A 

Overhead Transparency Film 

A size (8V2 X 11 in.) for the HP 7475 

50 sheet package 

A size (S l /a X 11 in.) for the HP 7470 

50 sheet package 

9270-1331 

9270-1126 


* 

N/A 

N/A 

* 

A4 size (210 X 297 mm) for the HP 7475 

50 sheet package 

9270-1132 



N/A 



Descriptian 

HP Part No. 

Price 

HP 7475 

HP 7470 

Male-male, pin-pin cable for use with Option 001 
(RS-232-C) 

17355A 


* 

* 

Male-female, pins 1-1, 2-3, 3-2, 7-7, 20-5 cable 
for use with Option 001 (for use with IBM® 
Personal Computer configured interfacing 
systems) 

17255A 


• 

• 

HP-IB 1 -metre cable for use with Option 002 

10833A 


• 

• 

HP-IL / 2 -metre cable for use with Option 003 

82167A 


N/A 

* 

Eavesdrop cable used to connect an Option 001 
plotter between a terminal and a computer 

17455A 


* 

* 


•Indicates availability for this model 

IBM is a registered trademark of International Business Machines Corporation. 























































Literature 



Description 

HP Part No. 

Price 

HP 7475 

HP 7470 

HP 7470 Operator’s Manual 

07470-90002 


N/A 

* 

HP 7470 Interconnection Guide 

07470-90003 


N/A 

• 

HP 7470 Reference Card 

07470-90004 


N/A 

* 

HP 7470 Interfacing and Programming Manual 

07470-90001 


N/A 

* 

HP 7470 Service Manual 

07470-90000 


N/A 

• 

HP 7470 (Japanese) Operator’s Manual 

07470-90006 


N/A 

* 

HP 7470 (German) Operator’s Manual 

07470-90007 


N/A 

• 

HP 7470 (French) Operator’s Manual 

07470-90008 


N/A 

• 

HP 7470 (Italian) Operator’s Manual 

07470-90009 


N/A 

* 

HP 7475 Operation and Interconnection Manual 

07475-90002 


* 

N/A 

IIP 7475 Reference Card 

07475-90004 


• 

N/A 

HP 7475 Interlacing and Programming Manual 

07475-90001 


• 

N/A 

HP 7475 Service Manual 

07475-90000 


• 

N/A 

HP 7475 (German) Operation & 

Interconnection Manual 

07475-90005 


• 

N/A 

HP 7475 (Japanese) Operation & 

Interconnection Manual 

07475-90006 


* 

N/A 

HP 7475 (French) Operation & 

Interconnection Manual 

07475-90007 


• 

N/A 


Kits 

Description 

HP Part No, 

Price 

HP 7475 

HP 7470 

Overhead Transparency Kit for the HP 7470 

Contains all supplies necessary to prepare up 
to 50 overhead projection transparencies. In¬ 
cludes 50 sheets of paper-backed transparency 
film, each 8 V 2 X 11 in. (216 X 279 mm); and 

16 pens in two tip widths and 7 colors* 

Packaged in a convenient storage box with 
complete instructions. 

5061-7561 


N/A 

« 

Overhead Transparency Kit for the HP 7475 
Same as above with your choice of either 

English (A) or metric (A4) media* 

English A size ( 8/2 X 11 in.) media 

Metric A4 size (210 X 297 mm) media 

5061-7580 

5061-7581 


« 

• 

N/A 

N/A 

Plotter Paper and Pen Kit 

Convenient kit contains all supplies necessary 
to create charts on paper. Includes 300 sheets 
of blank plotter paper, 20 fiber-tip paper pens 
in 10 colors, two line widths, and a pen holder 
to store four pens. Storage box has complete 
instructions. 

English A size { 8 V 2 X 11 in.) media 

Metric A4 size (210 X 297 mm) media 

5061-5070 

5061-5071 


• 

• 

• 

• 


•Indicates availability for this model 












































Plotter Accessories 


o\3 


... .. • . 

Description 

HP Part No. 

Price 

HP 7475 

.. 

HP 7470 

Transparency Ink Solvent^ 1 fluid oz (29.6 ml) 

5060-6828 


• 

• 

Plotter Pen Holder — Sturdy organizer 





holds up to four fiber-tip pens. 

07225-40054 


• 

# 

Plotter Pen Organizer 

Storage for 20 fiber-tip pens. 





top can be closed. 

5061-5100 


• 

• 

Standard Digitizing Sight 

09872-60066 


• 

* 

Slanted Digitizing Sight 

07585-60191 


m 

N/A 

6 -pcn Carousel 

5061-5080 


• 

N/A 

Dust Cover 





For the HP 7470 

9225QN 


N/A 

* 

For the HP 7475 

07475-60010 


• 

N/A 

Vinyl Carrying Case 

(not suitable for shipping) 





For the HP 7470 

07470-60001 


N/A 

* 

For the HP 7475 

07475-60001 


* 

N/A 

Transit Case for the HP 7470 





(suitable for shipping) 

9211-3901 


N/A 

• 

Transit Case for the HP 7475 





(suitable for shipping) 

1540-0861 


• 

N/A 


• Indicates availability for this model 


(11)5953-4193 



Order the 
(5953-2450) 


a complete list of Hewlett-Packard 
supplies and accessories? 

Hewlett-Packard Computer Users’ Catalog 
from your local HP Sales and Support Office, 
or by writing: 


Hewlett-Packard 
San Diego Division 
Attn: W. J. McCord 
16399 West Bernardo Drive 
San Diego, CA 92127-1899 




In a hurry? Your fastest way to get products listed is to call 
HP’s Direct Order telephone number: 

800-538-8787 or 

408-738-4133 in California, Alaska, Hawaii 


m 





Prices include delivery 1 to any destination in the 50 United States. Prices do not include insurance or sales tax. 
Data Subject to Change September 1983 


Printed in U.S.A. 
























